MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 


Section:  32 


Township:  10  North 


Range:  1  West 


Corner  ID:  Wash  G-23 


Monument  Description  &  Remarks:  MAG  nail  in  washer,  "MONROE  CO.  SURVEYOR". 
Survey  Sign  4ft  above  ground  at  pt.  B 

References  On  File:  Michael  E.  Sheppard  survey,  Howard  Halderman  (2007),  on  file  in 
Recorder  Office  cabinet  S,  envelope  389 


RECOVERY  TIE  DRAWING 

Field  Book  40  Page  No.  63 


A  -  MAG  nail  in  washer 

B  -  S  82°  E  23.40'  to  Survey 
Sign  on  metal  fence  post 
C  -  S  40°  E  34.94'  to  MAG 
nail  in  9"  round  treated  post 
D- S  30°  E  17.25' to  MAG 
nail  in  Bottom  Road 

E  -  S  21°  E  15.44'  to  1/2" 
Rebar  in  Bottom  Road 
F  -  S  28°  W  39.67'  to  4" 
PVC  stand  pipe 


Not  To  Scale 

Compass  Bearing  Magnetic  North 
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